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MEMORANDUM FOR: Acting Chiaf, Devalopment Projects Divio Ion 


ATTENTION 


Choir man. Ad Hoc Requirements Committoo 


SUBJECT 


Report of Ad Hoe Poaol on Stotuo of the Soviet ICBM 
Program (Hyland Panel) 


REFERENCE Memorandum for DCI, dated Z5 August 1999. from 

L..A. Hyland, subject "Annex to the Report of DCZ 
Ad Hoc Panel an Status of the Soviet ICBM Program" 
(TC5 5742-99) 


1. Recently there has been a meeting of the so-called Ifyland 
Panel, official y known as the Ad Hoc Panel on Status of the Soviet ICBM Program. 
This is a senior technical group of men from outside the Government that meets 
from time to time to advise the Guided Missile Intelligence Community and the 
United States Intelligence Board. On tb August the Panel, at the conclusion of 
its three-day deliberations, met with the USZB and presented its conclusions. 

Theso were given in a report which was so written as not to require TALENT 
classification and in the attached document which is a TALENT Annex to the 
report. 


2. X am passing this to you so that appropriate use may be made 
of it both in the selection of CHALICE targets by tbs ARC and In CHALICE 
operational planning. 8inco the report was mads available to all members sf 
USZB, X assume that ARC members have or can obtain accooe to the attachment 
thereof through their own offices. It may be that Mr. Reber should ascertain 
from the Secretary of USZB whether any formal action was ever taken on the 
recommendations. Even In the absence of such action the views of Ode important 
group should, in my opinion, receive considerable weight in the Community. 


3. As to the substance of the recommendations, the first (para- 
graph 4.a. of the attachment) will merely add fuel to a fire that has been burning 
brightly fer four years. The second (paragraph i.b.ef the attachment) is. I 
think, worthy of consideration at this time. deubt that the Panal 
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Is recommending not onl y the continued frequent ussof 


This subject wee discussed in the USIB meeting end Mr. Hyland (Chairmen 
of the Panel) made it clear that in their view we should maintain one 0-2 with 


Ion 24 hour standby 




With respect to the third require- 


ment (paragraph 4.c. of the attachment) my conscience is clear and no action 
is needed that Is not already in progress. 


25X1 

Attachment! RICHARD Id /BBS ELL, JR. 

Cy 26 of Reference Deputy Director 

(Plans) 


Distribution: 

1- Mr. Reber w/att via A/C/D PD 

2- AC/DPD w/o att 

3- Dir. Ops w/o att via AC/DPD 







